AMENDMENT NO. 1 JUNE 2017 
TO 
IS 15058 : 2002 PVC WATER-STOPS AT TRANSVERSE 
CONTRACTION JOINTS FOR USE IN MASONRY AND 
CONCRETE DAMS — SPECIFICATION 


(Page 1, clause 2, para 2) — Substitute ‘IS 13360 (Part 5/Sec 1) : 1996/ 
ISO 527-1 : 1993 Plastics — Methods of testing : Part 5 Mechanical properties’ 
Section | Determination of tensile properties — General principles’ for 


TS 8543 (Part 4/Secl) : 1984 Methods of testing plastics: Part 4 Short term 
mechanical properties, Section 1 Determination of tensile properties’ 


(Page 1, clause 2) — Substitute ‘IS 13360 (Part 5/Sec 11) : 2013 Plastics- 
Methods of testing: Part 5 Mechanical properties, Section 11 Determination of 
indentation hardness of plastics by means of durometer (Shore hardness)’ for 


‘IS 13360 (Part 5/Sec 11) : 1992 Methods of testing plastics: Part 5 Mechanical 
properties, Section 11 Determination of indentation hardness of plastics by 
means of durometer (Shore hardness)’. 


[Page 1, Table 1, SI No. (i) and (i1), col (4)] — Substitute ‘IS 13360 
(Part 5/Secl1)/ISO 527-1’ for ‘IS 8543(Part 4/Sec 1)’. 


[Page 3, clause B-2 (b)] — Substitute ‘IS 13360 (Part 5/Sec 1)/ISO 527-1’ 
for ‘IS 8543(Part 4/Secl)”. 
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